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COURTRY : French West Africa 
SUBIECT : Specifications of Hight Electric Elevators and of 26 


Blectric Semigantry Yard Cranes for the Port of Dakar 
PLACE ACQUIRED: Dakar = 
DATE ACQUIRED: —1g9h9 WF 
DATE OF INFO: 19h9 
25X1A5a1 


[Available on loan from the CIA Library is a photostatic copy of the 
specifications of eight electric elevators and of 26 electric semigantry 
yard cranes for the Port of Dakar. These specifications were submitted 
by the Auto-Corporation SA, a French company dealing in machinery which 
is located in Dakar. Offers regarding this material were to have been 
subnitted by 10 October 19h9 but no orders were placed in the Us./ 
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